The regularly scheduled board meeting of 
the San Pedro Historic Waterfront Business 
Improvement District (PBID) for July 4, 
2012 has been cancelled. 

The next PBID meeting will be held on 
August 1, 2012. 

Enjoy your 4 th of July 




